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SECTION 


MONUMENT  RECORD 

STATE  OF  INDIANA  -  COUNTY  OF  MONROE 
_lo _ ,  TOWNSHIP  T-io-N  RANGE _ R-i-w 


MONUMENT  DESCRIPTION  &  REMARKS 


STONE 

FOUND 

IS  5”  LONG 

X  7"  WIDE  X 

5"  HIGH. 

STEEL 

FENCE 

POST  WAS 

DRIVEN  BESIDE 

IT. 

STONE 

HAS  AN 

X  ON  IT. 

